First  Baptist  Church,  Little  Rock,  Arkansas 


First  Baptist  Church,  Little  Hock,  Arkansas 

First  Baptist  Church  Auditorium 
Seating  Capacity  of  1,800 
Random  Ashlar  Quartzite  Sandstone 

Varieqated  Colors 
1200  Louisiana  Si     Little  Rock,  Ark. 
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